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PART III 

Stores Purchase 


Irrigation Department 

RE-TENDER NOTICE 

No. CMU/P/1922/2012. 13th March 2013. 

The Chief Engineer (Mechanical), Irrigation, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites Sealed Tenders, in original in prescribed 
form from the original manufacturers or their authorized 
dealers or well established firms for the “Supply of Lift 
Pump Set and Vacuum Pump Set for the use of 
Nettukalthery Open Prison as per the request of the 
Executive Engineer, MI Division, Thiruvananthapuram”. 

Tender No. CE (MECH)/T/8/2012-13. 










Required Items—60 HP pump set and 1 HP 3 Phase 
Vacuum pump set. 

Quantity—One number each. 

EMD—1% of quoted amount. 

Cost of tender form—Original ' 700 + VAT @5% 
(Total —' 735). 

Date, time and Office of sale of tender documents—On 
all working days between 11 a. m. and 4 p. m. from 
25-3-2013 to 10-4-2013 from the Office of the 
Chief Engineer, (Mechanical), Irrigation, Public Office 
Building, Museum P. O., Thiruvananthapuram-33. 

Last date, time and Office of submission of filled up 
tenders—Up to 4p.m. on 17-4-2013 to the Superintending 
Engineer and Deputy Chief Engineer, (Mechanical), PWD, 
Office of the Chief Engineer, (Mechanical), Public Office 
Buildings, Museum P. O., Thiruvananthapuram-33. 

Date, time and Office of opening of tenders— 
At 4.30 p. m. on 17-4-2013 before the Superintending 
Engineer and Deputy Chief Engineer (Mechanical), PWD, 
O/o the Chief Engineer (Mechanical), Public Office 
Buildings, Museum P. O., Thiruvananthapuram-33. 

Cover containing tender should be superscribed with 
Re-Tender No. & addressed to the Superintending 
Engineer and Deputy Chief Engineer (Mechanical), PWD, 
Office of the Chief Engineer, Mechanical, Irrigation 
Department, Public Office Building, Museum P.O., 
Thiruvananthapuram-695 033. Late tenders will not be 
accepted. Tenders will be opened in the presence of 
tender submitted authority or their authorized 
representatives who may be present at that time. If the 
tender date is declared to be a holiday the tender process 
will be done on the next working day at same time and 
place. The cost of tender forms are not refundable under 
any circumstances. Cheques, draft or postage stamps etc. 
will not be accepted towards the cost of tender forms. 
Tender forms are not transferable. 

Tenders are to be accompanied with a preliminary 
agreement executed in Kerala Stamp Paper worth ' 100 
and an EMD equivalent to 1% of quoted amount in favour 
of the Superintending Engineer & Deputy Chief Engineer 
(Mechanical), PWD, Office of the Chief Engineer, 
Mechanical, Public Office Building, 
Museum P. O., Thiruvananthapuram-33. Tenders without 
EMD and preliminary agreement will not be considered. A 
specimen of agreement is available in tender form itself. 
Tender forms can be obtained by post from the above 
office on payment of value of tender documents and an 
additional amout of ' 50 (towards the postal and 
incidental charges) by money order along with proper 
request. Department will not be responsible for any postal 
delay. 

Kerala stamp paper will be supplied to the firm 
outside Kerala along with the tender form on payment of 
additional amount of ' 135 (' 100 towards the cost of 
stamp paper and ' 35 for incidental charges) which may 
be remitted by money order in advance to the 
Superintending Engineer and Deputy Chief 
Engineer (Mechanical), PWD, Office of the Chief Engineer, 
Mechanical, Public Office Building, 

Museum P.O., Thiruvananthapuram-33 during working hours. 


All other existing conditions related to Irrigation 
Department will be applicable in this tender also. If 
required, the undersigned have right to cancel this 
without assigning any reason thereof. 
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Office of the Chief 
Engineer (Mechanical), 

Irrigation Department, 

Thiruvananthapuram-695 033, (Sd.) 

Phone -0471-2324589. Chief Engineer (Mechanical). 



